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UNCLASSIFIED 

PAGE 01 SAN SA 01202 131457Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

089954 132202Z/75 

R 131420Z MAR 78 
FM AMEMBASSY SAN SALVADOR 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7315 
AMEMBASSY PANAMA 
AMEMBASSY SAN JOSE 

UNCLAS SAN SALVADOR 1202 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP ES 

SUB J : HEALTH CARE MACHINERY AND EQUIPMENT CATALOG 
EXHIBITION, APRIL 1978 

REF: USDOC 03174 


1 . PER BELT ./GONZALEZ TELECON, POST HAS RESERVED SINGLE 
AT CAMINO REAL HOTEL ($23.00), SITE OF CATALOG 
EXHBITI. 


2. EXHIBIT WILL OPEN APRIL 12, 13 AND 14 FROM 

13:30 TO 20:00 HOURS, IN THE SALON EL ROBLE, CAMINO 
REAL HOTEL. 

3. TO DATE, FOLLOWING FIRM HAS PAID AND SUBMITTED 
FORM DIB-432P, BUT CATALOG HAS NOT ARRIVED: UNION 
CARBIDE CORP., CLINICAL DIAGNOSTICS. 

4. TO DATE, FOLLOWING FIRMS HAVE PAID, BUT NEITHER 
DIB-432P NOR CATALOGS HAVE ARRIVED: J.A. PRESTON 
CORP; AND THE BURDICK CORP. 

5. SALVADORAN REPRESENTATIVE OF TEKTRONIXS INC. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SAN SA 01202 131457Z 

(OREGON) WISHES TO PARTICIPATE. SHOULD LOCAL 
REPRESENTATIVE OF TEKTRONIXS CONTRIBUTE TOTAL 
(NTN) FEE OF $80, OR ONLY ONE-THIRD OF SUCH 
AMOUNT, SINCE FIRM ONLY PARTICIPATING IN SAN 
SALVADOR? 

DEVINE 
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